Pad-sard 


WORLD-WIDE SALES 
AIMD SERVICE 

ALBUQUERQUE, N.M., 298-4410, Area Code 505 
ANN ARBOR, MICH., Ask operator for Enterprise 7453 
ATLANTA, GA., ME 6-3428, Area Code 404 
BALTIMORE, MD., 465-5666, Area Code 301 
BOSTON, MASS., 599-2115, 6, Area Code 617 
CHICAGO, ILL., 242-4774, Area Code 312 
CINCINNATI, OHIO, 241-2339, Area Code 513 
CLEVELAND, OHIO, 333-0040, Area Code 216 
COLUMBUS, OHIO, 876-5596, Area Code 614 
DALLAS, TEXAS, LA 8-1691, Area Code 214 
DENVER, COLO., 364-0923, Area Code 303 
DETROIT, MICH., 356-6783, Area Code 313 
DURHAM, N. C., 489-2670, Area Code 919 
HOUSTON, TEXAS, JA 8-2550, Area Code 713 
INDIANAPOLIS, IND., AX 1-2856, Area Code 317 
KNOXVILLE, TENN., 525-3352, Area Code 615 
LOS ANGELES, CALIF., FR 4-9905, Area Code 213 
MADISON, WISC., 257-0113, Area Code 608 
MINNEAPOLIS, MINN., 866-3105, Area Code 612 
NEW YORK, N. Y., 297-3900, Area Code 212 
PHILADELPHIA, PA., HA 9-0885, Area Code 609 
PITTSBURGH, PA., 931-7020, Area Code 412 
PORTLAND, ORE., 235-0698, Area Code 503 
ROCHESTER, N. Y., DU 1-4520, Area Code 716 
ST. LOUIS, MO., PA 5-1234, Area Code 314 
ST. PETERSBURG, FLA., 862-2256, Area Code 813 
SAN FRANCISCO, CALIF., 697-3822, Area Code 415 
SEATTLE, WASH., MA 4-4711, Area Code 206 
WASHINGTON, D. C., 656-9330, Area Code 301 

MONTREAL, P. Q., CANADA, 625-4231, Area Code 514 
TORONTO, ONT., CANADA, 839-1041, Area Code 416 

ZURICH, Packard Instrument International S.A. 
Talstrasse 39 
8001 Zurich 
Zurich 27 36 54 

FRANKFURT/MAIN, Packard Instrument GmbH 

Unterweg 17 

55-47-67 

JERUSALEM, Packard Instrument International S.A. 

6 Koreh Hadoroth 
Talpioth, Jerusalem 
37771 

LONDON, Packard Instrument Ltd. 

10-12, St. John’s Road 
Wembley, Middlesex 
Wembley 3504, 3505 

MELBOURNE, Packard Instrument Pty., Ltd. 

417 St. Kilda Road 
Melbourne, S. C. 2 
26-6199 

MILAN, Packard Instrument International S.A. 

Via Lepontina, No. 9 
68-81-352 

PARIS ler, Packard Instrument S.A. 

20 rue Therese 
Richelieu 1731, 3620 

SAO PAULO, Packard Instrument International S.A. 
Rua Damingos Fernandes 220 
Zona Postal 15 
80-4289 

STOCKHOLM K, Packard Instrument A.B. 

Kungsholms Strand 169 

53-61-48 

PACKARD INSTRUMENT 
COMPANY, I INI C. 

2200 WARRENVILLE ROAD • DOWNERS GROVE, ILL. 60515 
PHONE 312/969-6000 



FOR USERS 


OF 



INSTRUMENTS 


800/1165/Q 


Printed in U.S.A. 





























■ ■ ■ 


A 4-poii\it field service program 



Factory-trained Packard representatives available 
■ throughout the world. 


Field service offices have been strategically located so that a 
service representative is only a few hours away from your instrument. 
Replacement parts can be shipped from a field office or from 
factory stocks in a matter of hours. 



Modifications and conversions to extend your instrument’s 
performance and capabilities. 


In most cases, these conversions can be made at your location. 
We'll be glad to supply information on options available 
and their cost. All modifications and conversions, of course, 
carry the Packard one-year warranty. 



Emergency service within 24 hours on all Packard instruments. 

■ For most installations only a few hours are required. Emergency 
service is a standard feature of the instrument warranty 
and is also available for instruments out-of-warranty at low cost. 



Two types of low-cost service agreements available for Packard 
■ instruments out-of-warranty. 


Preventive maintenance agreement — provides periodic 
inspection and maintenance by Packard service representatives. 
Instruments are inspected visually and electrically, aligned, 
calibrated and thoroughly tested to ensure optimum 
operation. All labor and travel expenses are included in 
the annual agreement cost. 

Complete maintenance agreement —includes all service 
covered in the Preventive Maintenance Agreement plus any 
emergency service which may be required. This type of 
service covers all costs — parts, labor and travel. 


For a quotation on the cost of a service agreement covering your Packard 
instrumentation, call or write the nearest office listed on the back. 



PACKARD INSTRUMENT COMPANY, INC. 


© 1965. Packard Instrument Company, Inc. 

























